Exciting Changes Hit CHS
After many years of beating
the heat by opening windows and
doors, air conditioning found its
way to Clearwater High.
Although classes were disrupted
by noises, workmen, and constant
movement of materials, the
results were well worth the dis-
tractions. A new synthetic gym
floor replaced the termite-ridden
wood that saw many champion-
ship seasons come and go.
(left) Lynyrd Skynyrd struts out a tune, (above) The
flair of arc welding was a welcome sight.